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17 'June 1955 


ech. Dr. PSD 
Technical Equipment , Removal from 


■H'lVj 

•» ■ ■. vt 


In connection with 'our telephone conversation recently, I havo 
listed tho Equipmont tliat should bo removed from the above mentioned. ,• .• 
premises. • Also a brief . description of tho locations is gi^en. • 



T, 
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1 Microphone, ahd leads - located near loft rear window and radiator/w 
lead wire to closot opposite aide of room. - * t 5 . r , 

/ -If. '• 

' ■ . *■) m ' * » 

1 Microphone and load - located beneath folding part of dosk/w load 
wire to cabinet right side of fireplaoo*: * 

1 control unit - located in cabinet right side of fireplace. * . 

■* .5 .. 


1 rticrophono and lend — Located in firoplnco/w lead torminatilig at 
control unit . 

„ - t 

1 Microphone and lead - located at dosk near front wall*of.. Conference-. * 
roc$. This microphone is detachable and nay. be secured. elsewhere.' 

t , ' ' 

(On both conforence and office space on second floor are control units 
in deako both terminating at; control box in cabinets by fireplace.) 


5 July 19 55 


to inforry^rtnin technical material 
wio removed from tion on 29 June. Me ' 

said. Dint a tape rcernvTer (not on your lint) was left. 
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